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HARYANA GOVTGAZ ., MAY 9, 1967 (VYSK 19, 1889 SAKA ) 


7bf 


[PART I 


ORDER 

The 28th April, 1967 
No. 2268-3PW -II-67/7555. - In exercise of the powers conferred by Rules 133 of the Indian 
Electricity Rules, 1956 , and all other powers enabling him in this behalf, the Governor of Haryana Is 
pleased to make the following amendments in the Punjab Government Order No. S. 0. 133-4EL -62 / 
22977 , dated the 17th September, 1962, namely : 

AMENDMENT 
In the said order, 
(i) for the word " Punjab ” wherever it occurs , the word Haryana shall be substituted ; 

and 
( ii) for clause 2 , the following clause shall be substituted , namely : -- 
" Constitution of the Board .--- The Licensing Board shall consist of the following : - 
(1) Shri J. R. Handa , Technical Member, Haryana State Electricity Board , 

(Chairman ). 
(2) The Principal Regional Engineering College, Kurukshetra (Member). 
(3) The Director, Technical Education , Haryana (Member ). 
(4) Chief Electrical Inspector, Haryana (Member and Secretary). 
(5) Shri Fateh Chand Vij , M. L. A. Panipat (Member). 
(6) Shri Partap Singh , M.L. A. Hissar (Member ). 
The 2nd May , 1967 

No. 1440 /Admn.201 /48 .-- Shri Hari Chand , 
No. 2691-PWIII (2 )67/7886. - The Governor of officiating Superintendent, Haryana, P.W.D. Irriga 
Haryana is pleased to appoint Shri Surjit Singh, Sub- tion Branch (Head Office) is hereby reverted as 
Divisional Engineer , Ist Project Public Health Sub- Deputy Superintendent with effect from 1st May , 
Division , Faridabad as Sub -Divisional Engineer, Water 1967, forenoon and posted to Revenue section . 
Supply, Public Health Sub - Division , Faridabad with 
effect from 24th May , 1967 (afternoon ) in addition to 
his own duties. 

B.S. BANSAL , 
ISHWAR CHANDRA , 
Secretary to Government, Haryana , 

Chief Engineer, Irrigation Projects , 
Public Works Department. 

Haryana, Chandigarh . 
272 CS ( H ) -- Govt. Press , Chd . 

ods 


